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SUBJECT: DETAILS ON EXIMBANK ASSISTANCE FOR FOREIGN LESSORS 

1. EXIMBANK WOULD CONSIDER ASSISTING A FOREIGN LESSOR 
EITHER AS PURCHASER, UNDER THE BANK'S PROGRAMS TO ASSIST IN 
FINANCING THE PURCHASE OF U.S. EQUIPMENT OR AS LESSOR UNDER 
THE LEASE GUARANTEE PROGRAM. EXIMBANK WILL NOT OFFER BOTH 
TYPES OF ASSISTANCE FOR THE SAME TRANSACTION. 

2. EXIMBANK WOULD CONSIDER REQUEST FOR ASSISTANCE IN 
FINANCING PURCHASES BY METRO AMERICA, EITHER PARTICIPATION 
FINANCING PROGRAM FOR LARGER PURCHASE (USUALLY OVER DOLS 1 
MILLION) OR MEDIUM TERM BANK GUARANTEE OR FCIA INSURANCE 
PROGRAMS FOR SMALL PURCHASES. EXIMBANK WOULD BASE FINANCIAL 
DECISION ON CREDITWORTHINESS OF LESSOR/PURCHASER AND WOULD 
ONLY ACCEPT ASSIGNMENT OF LEASE PAYMENTS IF LEASE WRITTEN 

IN DOLLARS, LESSEE IS CREDITWORTHY AND DOCUMENTATION ACCEPTABLE 
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3. THE INTEREST RATE FOR EXIMBANK'S PORTION OF A TRANSACTION 
UNDER THE PARTICIPATION FINANCING PROGRAM IS 6 PERCENT PER 
ANNUM AT THIS TIME. EXIMBANK DOES NOT DICTATE THE RATE 
CHARGED BY A LESSOR. 

4. ABOVE IS DESCRIBED IN EXIMBANK BOOKLET. REQUESTS FOR 
FURTHER INFORMATION SHOULD BE DIRECTED TO EARL B. YOUNG, 
VICE PRESIDENT-PRODUCT FINANCING. KISSINGER 
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